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\ \ Sexate Cxamnen. Baten, Onecon, 
\ : September 13th, 1858. ? 

At three o'clock. P. m., the Senate was called to order. 

Present —Senators Florence and Bristow, of Lans cosaty, 

The President of the Senate being absent, 

On motion of Mr. Bristow, 

Mr Fiorenoe ao President, pro tem. 

And the Clerk of the Senate being also absent, 

On potion of Mr. Bristow, 

J G. Wilson was chosen Clerk, pro tem, 

And it further appearing that there was not a quorum of the Seng: 

tora present, 

Ov motion of Mr. iaus: 

The Senate adjourned until to morrow at 10 o'clock. a m 
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